TABLE 1-19.  Location of U.S. Producers and Their Estimated Production of
Toluene in 1978a

Company and Location

Amerada Hess Corp.
St. Croix, V.I.

American Petrofina,
Beaumont, Tex.
Big Spring, Tex.

Ashland Oil, Inc.
Ashland, Tex.

N. Tonawanda, N.Y.

Atlantic Richfield
Channelview, Tex.
Houston, Tex.
Wilmington, Calif.

Bethlehem Steel

Sparrows Point, Md.

CF&I Steel Corp.
Pueblo, Colo.

The Charter Company
Houston, Tex.

Coastal States Gas
Corpus Christi, Tex,
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